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BA-AR44-23 SxhiMt "V to 

Appendix I 

-AST IKClttv.® IT! ONf. F! -I WAT KIT (FAK) 


WMTirr 

If 31 

mm, Ra. 

i 

Sextant, type 5111 

BA-SR44-1 

z 

Relative Bearing* Mai Assembly 

BA-BR4iv-2 

1 

Dome AsaoEbly 

SA-BE44-3 

1 

Roof r'lrror Atssmbly 

8 -W® 44-4 

4 

light -Rocket Aasaokly 

8A-AR44-7 

x 

Gaunter Aeseafc l? 

BA-Si44~ll 

1 

Babble Amemhl.y 

M-SR44-12 

2 

Glass light .Socket Assembly* long 

BM844-I3A 

X 

Glass Light Socket Aseeisbly, Short 

8 A-AR 44 - 13 B 

1 

XX&ss i.ight Socket 4ss«^>ly, Media# 

M-AS44-13C 

1 

Ckmoling Sleeve 

BA-»44-I01 

1 

Coupling Sleeve Clasp 

BA-M44-107 

3 

Coupling Cl-unp /Hag 

BV-SR44-106 

1 

Coupling Tube 

8A*3E44-30C 

1 

n 0 H Rin.fr, barker Compound 77-148, 

■>±zq 2-134 

B1-..CR44-353K 

1 

*0'« Ring, Parker Ooapound 77-148, 

Oise 2-13S 

BA-AR44-353L 

1 

M O r ' Ring, inrkjsr Compound 77-14 8, 

31550 2-14? 

BA-A144-353K 

7 

"O* Ring, barker Conpound 77-148, 

Rise 2-144 

Ba-'\E44-353H 

1 

Hreetor Ivans Tube 

BA-CR 44-170 

4 

be son trie 

8 A-.A 844 -. 25 g 

4 

Lccentrlc ock werow 

3A-AH44-306 

2 

Srector focus Cover Casket 

3A-AR44-288 

2 

tdvgfifc Rocket Receptacle, Short 

&W.IR44-298A 

1 

'U lght Socket Receptacle, .Long 

5A-sPM~19m 

1 

Light Socket lecepfcaele, Mediusi 

B.\-AE44-;33C 


Roof Mirror rousing Clarap 

BA-BR44-3Q3 

10 

SlevntioR Stop Rasher 

BA— \R.' -4—3 3$ 

1 

'Rood Sextant 'Transport Gas© 

84*0844-136 

12 

Large Aircraft leap, m 313 

04—^44-351 

6 

S»mUJL Aircraft L&np, <85 ,327 

BA-AR/4-352 

1 

Half— Ri l.vernd Error 

B4-4R44-196 
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